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Inspection 

Type: ROUTINE INSPECTION 
Date: OCT-30-2003 

2.40 ( b X 2 ) DIRECT 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS). 

2.40(b)(2) Each dealer or exhibitor shall establish and maintain programs of adequate veterinary care that includes the 

use of appropriate methods to prevent, control, diagnose, and treat diseases and injuries 

Male tiger was noted having a superficial open wound on the forehead. Handler has been treating open wound with 
ointment. There are no records showing the animal had been examined by the attending veterinarian. Animal needs to be 
evaluated by a veterinarian and proper treatment provided for the injury. Handler plans to have the animal examined by the 
attending veterinarian. 

To be corrected by: October 31, 2003 

3.9 ( a ) 

FEEDING. 

3.9(a) The food must be uncontaminated, wholesome, palatable 

In order to maintain wholesome and ensure palatability, you must use proper thawing methods for frozen foods. Sealed 
packages of frozen chicken are layed outside along the vehicle left to thaw. Discussed with handler that frozen meat must be 
handled appropriately to prevent contamination and thawing under refrigeration is a preferred method. 

This was corrected immediately. 


Inspection accompanied by^^^^^^^^nd USDA ACI Cindy Larson. 

This inspection was conducted in Aurora, Colorado at the Universoul Circus. 

NOTE; Handler provided copies USDA Booklet "Handling Frozen/Thawed Meat and Prey Items Fed to Captive Exotic Animals 
and FSIS The Big Thaw" Safe Defrosting Methods for Customers. 
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